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PART I - NOTIFICATIONS BY GOVERNMENT , HEADS OF DEPARTMENTS 

AND OTHER OFFICERS 


--X- 


NOTIFICATIONS BY GOVERNMENT 


MUNICIPAL ADMINISTRATION AND URBAN DEVELOPMENT DEPARTMENT 

( C ) 


PH & ME DEPARTMENT - RETIREMENT OF CERTAIN GAZETTED OFFICERS 

ON ATTAINING THE AGE OF SUPERANNUATION DURING THE CALENDAR 


YEAR 2021 . 


[GO.Ms.No.202, Municipal Administration and Urban Development ( C ), 

1st December, 2020. ] 


NOTIFICATION 


The following Gazetted Officers belonging to Andhra Pradesh 
Public Health and Municipal Engineering Service will retire from service 
on attaining the age of superannuation of 60 years during the Calendar 
Year 2021 ( i.e. , from January , 2021 to December , 2021 ) without prejudice 
to the right of the Government to take action against them before or after 
retirement , if they are found responsible for any lapses : 
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ANDHRA PRADESH GAZETTE , December 2 , 2020 


Name 


SI . 
No 


Designation 


Date of 
Birth 


Date of 
Retirement 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 


S / Sri 
J.Srinivasulu 
M.Surendra Babu 
J. Venkateswarlu 
G.R.T.Omprakash 
U.V.Venkata Rao 
A. Krishna Rao 
I.Ramesh 
S.Venkati 
Ch.Srinivasa Rao 
M.J.R.Ganesh Kumar 
T. Sundara Rami Reddy 
A. Shukur Saheb 
K. Srinivas 
L.Bhaskar Rao 
Ch.Balaji 
Ch.Venkateswara Rao 
E.Venkata Rao 
M.Venkateswara Rao Gupta 
K.Raghu Kumar 
V.Honnur Swamy 
K.Maheswara Rao 
P.Venu Gopal 
A.Naga Vara Prasad 
P.Srinivasa Rao 
P.Ramesh 
V.Subrahmanyam 
T.Veerabhadra Rao 
T.Ranga Rao 


Chief Engineer 16/02/1961 28/02/2021 AN 
Superintending Engineer 16/06/1961 30/06/2021 AN 
Superintending Engineer 07/10/1961 31/10/2021 AN 
Superintending Engineer 07/11/1961 30/11/2021 AN 

Executive Engineer 10/04/1961 30/04/2021 AN 
Executive Engineer 01/06/1961 31/05/2021 AN 
Executive Engineer 28/06/1961 30/06/2021 AN 
Executive Engineer 01/07/1961 30/06/2021 AN 
Executive Engineer 24/07/1961 31/07/2021 AN 
Executive Engineer 28/08/1961 31/08/2021 AN 

Executive Engineer 01/09/1961 31/08/2021 AN 
Deputy Executive Engineer 26/02/1961 28/02/2021 AN 
Deputy Executive Engineer 07/02/1961 28/02/2021 AN 
Deputy Executive Engineer 16/03/1961 31/03/2021 AN 
Deputy Executive Engineer 03/03/1961 31/03/2021 AN 
Deputy Executive Engineer 06/03/1961 31/03/2021 AN 
Deputy Executive Engineer 27/04/1961 30/04/2021 AN 
Deputy Executive Engineer 05/04/1961 30/04/2021 AN 
Deputy Executive Engineer 31/05/1961 31/05/2021 AN 
Deputy Executive Engineer 01/06/1961 31/05/2021 AN 
Deputy Executive Engineer 01/06/1961 31/05/2021 AN 
Deputy Executive Engineer 08/06/1961 30/06/2021 AN 
Deputy Executive Engineer 15/07/1961 31/07/2021 AN 
Deputy Executive Engineer 01/08/1961 31/07/2021 AN 
Deputy Executive Engineer 30/08/1961 31/08/2021 AN 
Deputy Executive Engineer 15/08/1961 31/08/2021 AN 
Deputy Executive Engineer 13/10/1961 31/10/2021 AN 
Deputy Executive Engineer 01/01/1962 31/12/2021 AN 


The Engineer - in - Chief , PH , AP , Tadepalli , Guntur District shall take further 
necessary action in the matter . 


J. SYAMALA RAO , 
Secretary to Government. 
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